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Thelma King Harrison 


Birthdate: January 31, 1921 (72) 

Death: November 7, 1993 (72) 

Immediate Family: Daughter of John Evan King and Cesarea 

(Daisy) Harrison Gore 
Wife of Victor Navas De Leon 
Mother of <private> Navas king 
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• Victor Navas De Leon <private> Navas king 

husband child 

Cesarea (Daisy) Harrison Gore 
mother 



• John Evan King 

father 
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